STATUTES AT LARGE

4.26 Shell Dispo-al-Shells from which meats have been removed shall
be promptly removed from the shucking room and disposed of so that
the shucked prodtict can in no way become contaminated.
Public Health Reason: When shells are allowed to accumulate in the
shucking room, conditions are created which make it difficult to keep
the room in a nea, and clean condition. Under such conditions the shucked
product is more apt to become contaminated than if the shucking room
is kept clean, nest, and orderly.
Satisfactory Compliance: This item shall be deemed to have been satis-
fied if the shellh are removed from the shucking room with sufficient
promptness to prevent interference with the sanitary operation of the
plant. Among, the methods approved for the removal of shells are the
following:
4.27 Miscelhneous
(1) Disposition through a hole in the chucking bench leading to the
area beneath the btnch which is closed oNf from the shucking room and
open to the outside of the house.
(2) Depositing the shels on moving conveyor belts which continuously
remove the shells from  he shucking room.
(3) Depositing the sh'tlls in baskets, barrels, or wheelbarrows provided
beside each shucker, such baskets, barrels, cr wheelbarrows to be promptly
removed when full.
4.27 Miscellaneous--fiscellaneous equlptienit not necessary to carry out
the shucking processeli shall be excluded from the shucking room. All
unused or abandoned equipment or materia' foreign to this particular busi-
msess shall tie removed from the operating :parl. of the plant. All domestic
animals and rodents flhall be excluded from all parts of the plant. The
shucking and packing portions of the platit, when in operation, shall be
reotricted to the han(dllng of shellfish to pievent accumulation of material
and articles which 'vould hinder cleanin g or might contribute to the
contamination of thi shellfish.
Public Heilth Reavon: The presence of miscellaneous and extraneous
equipment and matkrial in the shucking room Interferes with the proper
cleansing of the room and equipment, and its presence ansy result in con-
taminating the foot product handled in te shucking room. The habits
and characteristice, of the dog, cat, rat, or other domestic animals or
rodents are such ,hat their presence neal shell stock or shucked :Htock
increases the possbility of it being contaninated.
Satisfactory Comtpliance: This item shall be deerned to have been sathified
if:
(1) All equipment and material not actually employed in the shuck-
ing process are excluded from the shucking room.
(2) The shucking and packing portioiis of the plant are not used
simultaneously !or the handling of shellfish and the'carrying on of other
operations.
(3) There is no accumulation of miscellaneous articles in the plant not
stored in theii proper place.
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